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Atomy HemoHim Testimonial | : 


Hemohim Mixed Herbal Extracts helps support a healthy immune system 


HemoHIM is an individually approved functional health supplement, exclusive in the safety and function of its newly developed substance. All 
ingredients have been individually approved by the Korean Ministry of Food and Drug Safety (MFDS) as functional health supplements. 



HEMOHIM 


Nbw health product to boost ycUr Immune system. 

Developed by the Korea Energy Research Institute after years of research and improvemerl 
Revolutionary Ingredients + Basic health nutrients 
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Ingredients: 

HemoHIM Mixed Herbal Extracts [Angelica Radix/Korea Chuanxiong Rhizoma/Korea (HIHJII =j3£;j!§), PaeoniaenAlba Radix/Korea ($$ 

11 £!>#)], Aqua, Honey, Glyopexis, Fructo-oligosaccharide Citric Acid Guar Gum (/RfrIBO, Sodium Alginate ($iiMISl*l), 

Vitamin C (£tzfeJ^C), Kelp Meal (Ililfl/Sfl?), Pantothenic Acid Vitamin B6 Hydrochloride (£|*fe|^B6), Vitamin B1 Hydrochloride (Ifzfet^BI), 

Vitamin B2 
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IMMUNE FUNCTION-1 


Through HemoHim, NK cells proliferate from marrow cells 
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Choy Lily 

2015 - 04-20 21 : 03:09 


After intaking Hemohim for 6 months, my blood sugar level drops to only 6.3 from unacceptable 
level of 8.9. It is amazing that I restores my health with Hemohim. 


Steven 

2015 - 05-14 23 : 56:16 


I have high blood pressure and high urine acid problem for long years. After having HemoHim for a 
month plus. My body checkup result showed my blood pressure and urine acid level back to 
normal. I love HemoHim. 


Rinita 

2015 - 05-15 10 : 27:15 


Atomy is a wonderful company with great products. I have bone on bone arthritis in my knees. I 
could not walk up or down stairs. After using HEMOHIM for three weeks I am now able to squat 
and take the stairs without much pain. As I know that is because more red blood cells generated 
inside my bone by HEMOHIM to strengthen my joints and knees. It is a fantastic product for me! 


Benjamin 

2015 - 05-17 11 : 37:58 


^ Site maintained by [Atomy Sharing], it is not Atomy official webpage! 




















